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parents were foreign born and poorly educated. Celia's
father had not worked for eleven years. He claimed to
be ill, but in reality he was probably merely lazy. He
had been alcoholic previously. The mother, who had
worked for a number of years in order to support the
family, was apparently a good woman. We could learn
of no mental trouble in either family. Celia had walked
and talked early, had been a healthy child, had suffered
no illnesses except measles when ten years old. The phys-
ical examination showed the girl to be exceedingly big
and strong, a vivacious, active type. Vision was somewhat
defective, teeth very badly in need of attention, and there
was a partial nasal occlusion. The girl complained of
headaches, but we could get no history of any form of
attacks. She was not over-developed in physical sex
characteristics.

As for psychological examination, the results were
interesting and very definite. As we expected from what
had been told us, we found that Celia could do little in
the way of school work. Although born in America,
she had never attended English-speaking schools, and
English was not spoken in the home; aside from these
disadvantages, there was no doubt that she had not
endeavored to learn and might have gained much more
from routine school work had she made an effort to do so.
She understood the fundamental processes of arithmetic,
but was inaccurate in the use of them. She could write
only a few simple words and her reading of English was
exceedingly poor. She failed on the longer words of
even a first-grade passage; this may mean little, for she
had received little training in English.

On the other hand, she graded as normal by Binet
tests. She did performance tests quite well and showed
normal powers of apperception. Even on tests for men-
tal control the results were good, but it must be remembered